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9203060147 Rev 1 to generic Itr 92-01 to a!I holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203170249 Forwards "Reactor Containment Bldg Integrated Leakage Rate Test Rept."

*  Carolina Power & light Co. 92/03/11. Document Control Branch (Document Control
Desk). 2pp. 60982:058-60982:178.

-9203180105 "Reactor Containment Bldg Integrated Leakage Rate Test Rept."

*  General Physics Corp. 91/12/01. 100pp. 60982:060-60982:178.

9203200331 Discusses response to generic Itr 89-10,suppl 3 re capability of motor-oper-
ated valves to perform design basis function to isolate containment in event of pipe
break downstream of valves.

LE.N.B. Project Directorate 11-1. 92/03/18. EURY.L.W. Carolina Power & Light Co.
3pp. 60999:358-60999:360.

9203310276 EN-92-023:on 920325,notice of proposed imposition of civil penalty in
amount of $100,000 issued to licenseaAction based on inadequate work control relat-
ed to EDGs.

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/20. 1p.
61225:136-61225:136.

R. Periodic operating reports & related correspondence

9203040040 Forwards fitness for duty performance data for Jul-Dec 1991.
FLOYD.S.D. Carolina Power & Light Co. 92/02/27. Document Control Branch (Docu-
ment Control Desk). 12pp. 60802:282-60802:293.

9203170346 Monthly operating repts for Feb 1992 for Brunswick Steam Electric Plant
Units 1 & 2.W/920310 Itr.

RUMPLE.R., SPENCER,J.W. Carolina Power & Light Co. 92/02/29. 7pp. 60981:246-
60981:252.

Q. Inspection reports, SE Bulletins & correspondence

9203030226  Forwards insp  repts 50-324/92-01   &  50-325/92-01   on  920104-31   &
0203.One   violation   currently   under   consideration   for   escalated   enforcement
action.Enforcement conference scheduled for 920303 to discuss violation & cause.
REYES.LA. Region 2 (Post 820201). 92/02/13. EURY.LW. Carolina Power & Light
Co. 3pp. 60754:351-60755:021.

-9203030233 Insp repts 50-324/92-01 & 50-325/92-01 on 920104-31 & 0203. Violation
noted but not cited.Major areas inspectedrmaint, surveillance,operational safety.onsite
followup of events & action on previous insp findings.

PREVATTE.R.L,   CHRISTENSEN.H.   Region   2   (Post   820201).   92/02/13.   27pp.
60754:354-60755:021.

9203100147 Confirms 920303 enforcement conference in Atlanta.GA to discuss recent
events associated w/920106 failure of emergency diesel generator 2 to start on
demand.

REYES.L.A. Region 2 (Post 820201). 92/02/13. EURY.LW. Carolina Power & Light
Co. 3pp. 60844:202-60844:204.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operationaf Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting,"
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavitv Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017. "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203020076 Ack receipt of 920214 Itr & check for $125,000 in payment of civil penalty
proposed in NRC 920103 Itr.Addl info responding to violation required within 30 days.
LIEBERMAN.J, Ofc of Enforcement (Post 870413). 92/02/27. EURY.LW. Carolina
Power & Light Co. 1p. 60731:087-60731:087.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203180026 Forwards 920303 enforcement conference summary for insp repts 50-325/
92-01 & 50-324/92-01.Issues discussed re failure of number two DG to start on
demand.List of attendees & handouts encl.

REYES.LA. Region 2 (Post 820201). 92/03/04. EURY.LW. Carolina Power & Light
Co. 3pp. 60935:042-60935:077.

9203180047 Forwards summary of 920123 meeting re licensee 920224 comments on
SALP repts 50-324/91-37 & 50-325/91-07 issued on 920110-Notes no issue taken w/
assessment described.therefore Initital Rept dtd 920110 constitutes Final SALP Rept.
EBNETER.S.D. Region 2 (Post 820201). 92/03/04. EURY.LW. Carolina Power &
Light Co. 38pp. 60935:083-60935:120.

9203200172 Forwards "Rept of 1991/92 In service Insp at Brunswick Steam Electric
Plant Unit 2,Rev 0."

OATS.M.R. Carolina Power & Light Co. 92/03/12. Document Control Branch (Docu-
ment Control Desk). 1p. 61097:001-61098:079.

-9203200180 "Rept of 1991/92 Inservice Insp at Brunswick Steam Electric Plant Unit
2,RevO."
* Carolina Power & Light Co. 92/03/12. 381pp. 61097:002-61098:079.

S. Reportable occurrences, LERs & related correspondence

9203030275 LER 92-001-00:on 920129,annunicator for low electrohydraulic fluid pres-
sure received.On 920202,switch A1 tripped & full scram signal received causing reac-
tor trip.Caused by excessive cycling.Reactor power reduced.W/920228 Itr.
KNIGHT.R.S., SPENCER.J.W. Carolina Power & Light Co. 92/03/01. 2pp. 60948:157-
60948:158.

9203260174 Forwards NPDES noncompliance repts sent to State of NC. On 910223,cir-
culating water intake pump unavailable when reactor startup occurred.From 910319-
0331,fine mesh screens removed from Unit 1.Caused by misunderstanding.
FLOYD.S.D. Carolina Power & Light Co. 92/03/20. Document Control Branch (Docu-
ment Control Desk). 21pp. 61129:242-61129:262.

DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9203230208 Forwards list of revs to plant emergency procedures (PEP), consisting of
Rev 038C to App A of PEP, "Emergency Response Resources."
SPENCER.J.W. Carolina Power & Light Co. 92/03/09. Region 2 (Post 820201). 2pp.
61077:132-61077:133.

9203230208 Forwards list of revs to plant emergency procedures (PEP), consisting of
Rev 038C to App A of PEP, "Emergency Response Resources." W/920323 release
memo.

SPENCER.J.W. Carolina Power & Light Co. 92/03/09. Region 2 (Post 820201). 4pp.
61115:255-61115:277.

-9203260247 Public version of rev 038C to plant emergency procedures PEP-App A,
"Emergency Response Resources."
FLOYD.S.D. Carolina Power & Light Co. 92/03/09. 19pp. 61115:259-61115:277.

9203270150 Advises that Emergency Response Data Sys (ERDS) implementation plan
in util 911028 Itr acceptable & that testing phase of ERDS implementation involves
testing w/ HaHiburton NUS Environ Corp.

ADENSAM.E.G. Project Directorate 11-1. 92/03/23. EURY.LW. Carolina Power & Light
Co. 5pp. 61164:191 -61164:195.

H. General correspondence

9203160208 Requests that RA Watson be considered executive point of contact for
NRC correspondence w/util.

EURY.L.W. Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 2pp. 60969:317-60969:318.

9203250366 Notifies that DC McCarthy recently named manager & replaces SD
Floyd.effective 920404.

VAUGHN.G.E. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doc-
ument Control Desk). 1p. 61163:166-61163:166.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, inc. 32pp. 60997:001-60997:032.

9203030100 Forwards response to question concerning total radioactive gaseous &
liquid releases from plant.NRC concludes that 910123 meeting w/political & plant offi-
cials beneficial for purposes of obtaining public views & interest.
EBNETER.S.D. Region 2 (Post 820201). 92/02/10. DAVIS.S.S. Carolina Beach, NC.
3pp. 60753:341-60753:343.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs,

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203270140 Discusses review of potential boron introduction into primary sys to deter-
mine if boron intrusion condition unreviewed safety question.SE encl.
LAINAS.G.C. Assistant Director for Region II Reactors. 92/02/20. REYES.LA. Assist-
ant Director for Region II Reactors. 2pp. 61109:300-61109:306.

-9203270152 Safety evaluation re intrusion of boron into RCS.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/12/16. 3pp.
61109:304-61109:306..G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
